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THE EFFECT OF VACUUM ON THE FATIGUE AND STRESS-RUPTURE 
PROPERTIES OF S-816 AND INCONEL 550 AT 1500° F 

by Alfred J. Nachtigall, Stanley J. Klima, John C. Freche, 
and Charles A. Hoffman 

Lewis Research Center 
SUMMARY 

%The relative effects of vacuum (10“ 4 to 10" 5 mm Hg) and air environments on the 
axial tensile fatigue (cyclic- to mean-stress ratios of 0. 667 and 0.125) and stress- 
rupture properties of a cobalt-base alloy (S-816) and a nickel-base alloy (Inconel 550) 
were investigated at 1500° F. The range of mean stress was from 15 000 to 40 000 psi. 

Life in vacuum was generally greater than life in air for both alloys in both fatigue 
and stress rupture. This improvement was fairly constant over the entire stress range 
for S-816, but a convergence was observed at the lower stresses for Inconel 550. The 
convergence indicates that long time elevated temperature tests in air may not always 
adequately describe superalloy performance in fatigue or stress rupture under vacuum. 
Thus, to avoid miscalculations in space vehicle component designs, which could result 
in premature failures, super alloys should be tested for long time periods in vacuum to 
more nearly simulate a space environment. 

Failures at the highest cyclic- to mean-stress ratio were generally transgranular. 
As the ratio was decreased and a stress-rupture-type test was more nearly approached, 
a combination of transgranular and intergranular failure modes was observed. Stress- 
rupture failures were generally intergranular. 

Oxide penetration varied with test life for both materials but did not appear to be af¬ 
fected by either mean or alternating stress. Electron beam microprobe analyses indi¬ 
cated that chromium, of all the elements checked, showed by far the greatest degree of 
depletion after long test times for both alloys. Chromium depletion was observed in 
S-816 in both vacuum and air and in Inconel 550 in air. 


INTRODUCTION 


There is an increasing need for additional knowledge regarding the behavior of 
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materials in vacuum since the advent of the space age. Mission requirements for con¬ 
templated space vehicles call for long time (10 000 hr and more) exposure of various 
structural and powerplant components to the vacuum of outer space. Many of these com¬ 
ponents are also subjected to elevated temperatures as a result of solar heating and heat 
generated by the propulsion systems. As a consequence, the combined effects of vacuum 
and elevated temperatures upon the fatigue and stress-rupture properties of metals that 
ma 5Lfee used in space vehicle applications becomes of major importance to the designer. 

| Nickel- and cobalt-base superalloys will be used for intermediate temperature (1300° 
to 2000 F) applications in some advanced space power systems. Investigations have been 
made to study the effect of a vacuum environment upon high-temperature mechanical prop¬ 
erties of some super alloy sj| Much of this work is reviewed in reference 1. fMost of these 
investigations were made to determine stress-rupture properties, but only limited fatigue 
data have been obtained. Also, these studies were made for widely disparate test condi¬ 
tions and specimen configurations. Under certain conditions, stress-rupture and fatigue 
lives were higher in air than in vacuum. Under other conditions, the reverse was trueo 
Some of thes^ results are reviewed in the following pajrggraphs. ^ ^ 

i In str e ssjruptur e, three nickel-base alloys ( Haste Roy C , Inconel X , and N-15 5) and 
a cobalt-base alloy (S-816) all had longer lives in air than in vacuum at temperatures 
ranging from 1500° to 1600° F within relatively narrow stress ranges^ refs. 2 and 3). 
(Other investigations!(refs. 4 to 7)fshowed that nickel and some nickel-base alloys had 
either longer or shorter stress-rupture lives in air than in vacuum depending upon the 
test temperature and stress. In general, the effect of increasing the temperature of 
stress-rupture tests was to decrease life in vacuum relative to that in air. The effect of 
increasing the stress at constant temperature was to increase life in vacuum relative to 
that in air. Crossover effects were observed in some constant temperature tests where 
at high stresses the life in vacuum was longer than in air, and the reverse was true at 
lower stresses. £ } -r h if 

In fatigue, bending tests (constant strain range) have been run with pure nickel at 
1500 F (ref. 8). A crossover of air and vacuum data was observed. This investigation 
also showed that the 1500° F bending fatigue lives of Inconel X and 316 stainless steel in 


vacuum were approximately 25 times as great as in air at high cyclic strains and only 
about four times as great as in air at low cyclic strains. Thus, a convergence was indi¬ 
cated, but an actual crossover did not occur within the range of strains considered. 

Theories have been advanced to explain the physical phenomena involved. The theory 
that adsorption of gases to fatigue fracture surfaces facilitates crack propagation was in¬ 
vestigated (ref. 9). The results of this study with stainless steel and nickel generally in¬ 
dicated that fatigue life increased with decreasing absolute pressure (less than 1 atm) of 
the environmental gas It has also been postulated (refs. 4, 6, and 8) that two major 
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competing mechanisms are operative in environmental testing which determine material 
life. By one mechanism, the surface energy of the metal is presumed to be lowered in 
the presence of air or other gas, as compared to its value in a vacuum, thus facilitating 
crack propagation or extension of surface and lowering metal strength. If this were the 
only mechanism operative, metals could always be expected to be stronger in a vacuum 
environment than in air; however, a competing mechanism, that of metal oxidation, is 
presumed to act as a strengthener. Its effectiveness apparently depends upon the proper 
combination of stress and temperature. In general, the higher the test temperature, the 
greater the amount of oxidation that occurs in air during the course of a test. Also, the 
lower the stress at a given temperature in air, the longer the test and the longer the time 
period during which oxidation can take'place. It was further suggested (ref. 6) that oxi¬ 
dation may (1) act to strengthen the metal adjacent to, and ahead of a crack, (2) blunt the 
tip of a crack, thereby reducing the stress concentration at that point, or (3) bridge the 
crack and increase the load-bearing area. It is conceivable that these mechanisms may 
be operative either individually or jointly, depending upon the material and the conditions 
of temperature and stress. 

Although some lata regarding the effect of vacuum on the fatigue and the stress- 
rupture properties of metals have been obtained, additional data are needed to determine 
the effect of a vacuum environment on these properties for typical superalloys that may 
be used in aerospace applications. An investigation was therefore initiated at the NASA 
Lewis Research Center to determine the 1500° F axial fatigue and stress-rupture proper¬ 
ties of two common superalloys, a cobalt-base alloy (S-816) and a nickel-base alloy (In¬ 
conel 550). Fatigue and stress-rupture tests were conducted with both alloys in air at 

—« 4—5 

atmospheric pressure and at vacuum levels ranging between 10 to 10 millimeter of 
mercury. Ratios of cyclic to mean stress of 0. 667 and 0. 125 were maintained in the 
fatigue tests. The mean stress ranged from 15 000 to 40 000 psi. Metallurgical studies 
were made with each alloy in order to obtain additional insight into the complex interac¬ 
tions that occur between a metal and its environment as well as within the metal itself 
when it is subjected to constant loads or repeated load cycling at temperature. 


MATERIALS, APPARATUS, AND PROCEDURE 
Materials Studied 

Two wrought materials, a cobalt-base alloy (S-816) and a nickel-base alloy (In¬ 
conel 550) were selected for this investigation. Both alloys are of the precipitation¬ 
hardening type, although they differ with respect to the precipitating phases that contrib¬ 
ute to their strength at elevated temperatures. For example, in Inconel 550, which con- 
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TABLE I. -! CHEMICAL ANALYSIS OF ALLOYS TESTED FOR THIS INVESTIGATION 


Nominal analysis 


Nick- Co- Chro- Iron Co- Mo- Tung- Ti- Alu- Man- Sili- Car- Zirco- Sul- Cop- 

el bait mium lum- lyb- sten ta- mi- ga- con bon nium fur per 

bium de- nium num nese 


S-816 19.30 41.95 20.13 3.74 3.92 3.84 4.45 - 1.34 0.52 0.432 <0.001 0.008 - 

Inconel 71.99 - 15.41 6.88 0.91 - - 2.48 1.24 0.59 0.38 0.05 - 0.007 0.04 

550 


TABLE H. | HEAT TREATMENT OF ALLOYS 
PRIOR TO MACHINING 

Alloy Heat treatment 

S-816 2150° F - 1 hr - Water quench 

1400° F - 16 hr - Air cool 

Inconel 550 2150° F - 1 hr - Air cool 

1600° F - 4 hr - Air cool 
1350° F - 4 hr - Air cool 


r 1/2-20 NF-2 THD 

0.254 / 0.5000 

0.250 / r 0.4928 


Radius. 2.00- 



0.25 \ 0.375 
0.374 


Figure 1. - Test specimen. (All dimensions are in inches.) 


1600° f - 4 hr - Air cool tains a relatively large percentage of titanium, 

1350° F 4 hr Air cool / P rec ipitation hardening probably occurs through 

- ' --— - —J [ the formation of the Nig (Al, Ti) intermetallic 

f 1 compound (y 1 phase) and the NigTi intermetallic 
compound (rj phase, (ref. 10)). In S-816, precipitation hardening occurs primarily 
through carbide precipitation. The nominal compositions of the alloys are listed in 
table I. 

The material was received as 3/4-inch-diameter bar stock. All of the bar stock in 
each alloy group was from the same heat. The as-received stock of each alloy was cut 
into 4-inch lengths that were given the heat treatments listed in table II. 


Test Specimens 

A cylindrical-type specimen with an hourglass-shaped test section (fig. 1) was 
chosen for this investigation. In order to reduce any detrimental effects of surface con¬ 
dition on fatigue life, the test section was polished in an axial direction to a finish better 
than 4 microinches. External threads were provided for gripping. The type of speci¬ 
mens used was identical for both fatigue and stress-rupture tests. 







Vacuum 
















Apparatus and Instrumentation 

Figure 2 illustrates the fatigue test installation. The major components included a 
direct tensile stress fatigue testing machine, a vacuum chamber, vacuum pumping sta¬ 
tion, and a resistance heated tube furnace. 

Briefly, the fatigue machine was operated in the following manner. A mean tensile 
load was applied to the specimen by means of a hydraulic piston. The piston in conjunc¬ 
tion with an electronic load controller compensated for changes in specimen length during 
the test to maintain a constant mean load. Sinusoidal alternating loads were superimposed 
on the mean load by means of a calibrated, cam-operated lever arm at a frequency of 1970 
cycles per minute. A more detailed description of the machine is given in reference 11. 

Specimens were enclosed in a tubular vacuum chamber having a 2^-inch outside 
diameter. The vacuum chambers used were made from Inconel or stainless steel. A 
resistance wound furnace surrounded the vacuum chamber. The lower end of the cham¬ 
ber extended below the furnace and was joined to a brass bellows. The bellows permitted 
application of the load as well as elongation of the specimen during the test without con¬ 
straint from the chamber walls. An absolute pressure level ranging from 10’^ to 10~^ 
millimeter of mercury was maintained with a 5-inch-diameter diffusion pump backed by 
a 5-cubic-foot-per-minute mechanical pump. The degree of vacuum was measured with 
a hot-filament ionization gage connected to the vacuum chamber at a point just above the 
bellows, approximately 6 inches from the test specimen. Four thermocouples were 
attached to each test specimen, two at the center of the test section on diametrically op¬ 
posite sides of the specimen and one on each shoulder. The central thermocouples were 
wired to the test section; one was used to control the specimen test section temperature 
within ±10° F of the 1500° F test temperature, and the other was connected to a continu¬ 
ous strip chart recorder. The shoulder thermocouples were spotwelded in place and al¬ 
so provided a continuous recording of specimen temperature. In this way, the tempera¬ 
ture distribution along the length of the specimen was continually monitored. Specimen 
life was measured in hours by a timer that shut off automatically upon specimen failure. 

Test Procedure 

Fatigue and stress-rupture tests . - Two series of tests were conducted with each 
material, S-816 and Inconel 550. In one series, the specimens were subjected to a vac¬ 
uum environment; while in the second series, the chamber surrounding the specimen was 
vented to room air. In both series, specimen test section temperature was maintained 
at 1500°±10° F, and tests were conducted for three ratios of cyclic stress to mean stress 
(0. 667, 0.125, and 0) over a range of mean stress from 15 000 to 40 000 psi. The condi¬ 
tion of zero cyclic- to mean-stress ratio of course represents a stress-rupture test. The 
ranges of mean tensile stress applied were determined primarily by the practical limita- 
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TABLE ni. 4 SUMMARY OF FATIGUE DATA FOR 


S-816 TESTED AT 1500 u F 


tions of test length. All test condi¬ 
tions are listed in tables HI to V. 


Metallographic studies . Failed 
specimens of both alloys were exam¬ 
ined metallographically to study the 
fracture mode as well as the effect of 
atmospheric environment upon micro¬ 
structure. Photomicrographs were 
taken in the region of fracture at mag¬ 
nifications of 100, 500, or 750. 

Hardness measurements . - Knoop 
microhardness measurements with a 
1000-gram load were made on repre¬ 
sentative samples of both vacuum and 
air tested specimens of each ma¬ 
terial. Measurements were taken on 
a polished surface parallel to the 
longitudinal axis within 1/4 inch of 
the fracture surface. 

Electron beam microprobe 
analyses. - In order to supplement 
the metallographic studies, four 
tested specimens of each material 
were subjected to electrom beam 
microprobe analysis. The analyses 
were made to determine if depletion 
of alloying constituents had occurred 
during test. Specimens chosen for 
analysis were representative of short 
% time (high stress) runs in vacuum and 

in air and long time (low stress) runs in vacuum and in air for each alloy. The electron 
beam microprobe analyses were made by an independent laboratory. 


Cyclic stress 

Mean stress 

Test 

environment 

Mean stress, 
psi 

Life 

Cycles 

Hours 

0. 125 

Air 

40X10 3 

0. 62xl0 6 

5. 2 



35 

1.95 

16. 5 



30 

7. 93 

67.0 



27 

22. 43 

189. 6 



24 

43. 20 

365. 3 


Vacuum 

40X10 3 

1. 44X10 6 

12. 2 



35 

3.05 

25.8 



30 

10. 10 

85.4 



30 

13. 58 

114.8 



27 

46. 40 

392.4 



25 

69. 10 

584.7 

0. 667 

Air 

40X10 3 

<). 059X10 6 

0. 5 



37.5 

.20 

1.7 



35 

.79 

6. 7 



35 

1.01 

8. 5 



30 

2.96 

25.0 



30 

2. 98 

25. 2 



30 

3. 98 

33.7 



26 

14. 76 

124.8 



22 

70. 10 

593. 1 


Vacuum 

40X10 3 

0. 38X10 6 

3. 2 



37.5 

.84 

7. 1 



35 

2. 67 

22. 6 



32 

3. 63 

30. 7 



30 

12. 80 

108.0 



28 

17.0 

144.0 



26 

a 174. 4 

1474. 8 


a Did not fail. 



RESULTS 


The results of 1500° F fatigue and stress-rupture tests of alloys S-816 and Inconel 
550 in vacuum and in air are summarized in tables HI to V. These data are also plotted 
in figures 3 to 5 with least-squares lines drawn through the data. Photomicrographs of 
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TABLE IV. SUMMARY OF FATIGUE DATA FOR INCONEL 
550 TESTED AT 1500° F 


Cyclic stress 

Mean stress 

Test 

environment 

Mean stress, 
psi 

Life 

Cycles 

Hours 

0. 125 

Air 

40X10 3 

2. 15X10 6 

18. 2 



35 

4. 56 

38. 6 



30 

10. 90 

92. 3 



25 

24. 63 

208. 3 



15 

161. 5 

1366. 3 


Vacuum 

40X10 3 

4. 85x10® 

41. 0 



35 

9. 56 

80. 6 



30 

11. 70 

98.7 



30 

13. 13 

110.9 



30 

16.73 

141. 5 



25 

29.54 

249.9 

0. 667 

Air 

40X10 3 

0. 13x10® 

1 . 1 



35 

.92 

7.8 



30 

2.73 

23. 1 



25 

10. 80 

91. 3 



20 

28.33 

239. 6 



15 

118. 0 

998.0 


Vacuum 

40X10 3 

0. 38x10® 

3.2 



40 

2. 25 

19.0 



40 

2. 52 

21. 3 



37. 5 

2. 48 

21.0 



35 

2.96 

25.0 



35 

3. 80 

32. 2 



30 

5.95 

50.3 



30 

9.40 

79. 5 



25 

16.93 

144. 2 



20 

33. 10 

280. 0 



15 

98.0 

829.9 


ZLi 


TABLE V. (- SUMMARY OF STRESS- 
RUPTURE DATA FOR INCONEL 
550 AND S-816 AT 1500° F 


Alloy 

Test 

environment 

Stress, 

psi 

Life, 

hr 

Inconel 550 

Air 

40X10 3 

18.8 



37 

35.0 



35 

56. 2 



30 

97.8 



30 

100. 2 



26 

219.0 



15 

1980. 4 



15 

2173. 2 


Vacuum 

CO 

o 

tH 

X 

o 

39. 2 



35 

115. 3, 



30 

143. 9 



26 

311. 2 

S-816 

Air 

34xl0 3 

19.4 



34 

21. 7 



30 

28. 6 



27 

55.7 



25 

163.9 



22 

387. 5 


Vacuum 

35X10 3 

34. 2 



34. 5 

59.0 



30 

99.9 



25 

464. 7 


J J 




failed specimens are shown in figures 6 to 9, and the results of electron beam microprobe 
analyses are presented in figures 10 and 11. 


Fatigue Data 

S-816. - The axial tensile fatigue data obtained with S-816 in vacuum and in air are 
plotted in figure 3. Data were obtained only for the inclined portion of the S-N plot, and 
no attempt was made to determine endurance limits. Comparison of the least-squares 
lines indicates that for a ratio of cyclic to mean stress of 0. 125 (fig. 3(a)) life in vacuum 








(a) Ratio of cyclic to mean stress, 0.125. 



Life, cycles 




(b) Ratio of cyclic to mean stress, 0.667. 

Figure 3. - Axial tensile fatigue properties of S-816 at 1500° F in both vacuum and air. 



was approximately twice that in air over the stress range investigated. A similar com- 
parison for a cyclic- to mean-stress ratio of 0. 667 (fig. 3(b)) indicates that life in vacuum 
was approximately two to four times that in air depending upon the stress level. For ex¬ 
ample, at the highest stress, 40 000 psi, the curves indicate lives of approximately 
9. OxlO 4 and 4. OxlO 5 cycles in air and in vacuum, respectively. These values compare 
with 7. 6x10® and 1 . 8xl0 7 cycles at the low stress of 28 000 psi. 

Inconel 550 . - Plots of the 1500° F axial tensile fatigue data for Inconel 550 (fig. 4) 
also show that the lives in vacuum are generally longer than those in air although the 
lines drawn through the vacuum and air data intersect. For a ratio of cyclic stress to 
mean stress of 0. 125, the intersection occurs at 25 000 psi (fig. 4(a)). For a cyclic- to 
mean-stress ratio of 0. 667, it occurs at about 18 000 psi (fig. 4(b)). At the highest 
stress of 40 000 psi, lives in vacuum are approximately two and eight times those in air 
for cyclic- to mean-stress ratios of 0.125 and 0. 667, respectively. 


Stress-Rupture Data 

S-816. - A comparison of the 1500° F stress-rupture properties of S-816 in air and 
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in vacuum is shown in figure 5(a). 

Life in vacuum was approximately 
three times that in air over the entire 
stress range investigated. 

Inconel 550 . - Figure 5(b) com¬ 
pares the 1500° F stress-rupture prop¬ 
erties of Inconel 550 in vacuum and in 
air. A convergence of the data simi¬ 
lar to that obtained for this material in 
fatigue tests was observed. The lines 
drawn through the vacuum and air data 
appear to converge at approximately 
22 000 psi. At the highest stress of 
40 000 psi, life in vacuum (44 hr) was 
approximately twice that in air (18 hr). 


Metallurgical Studies 

Metallography. - Photomicro¬ 
graphs at magnifications of 500 and 100 
of failures typical of those encountered for a cyclic- to mean-stress ratio of 0. 667, in 
both vacuum and air with S-816 and Inconel 550 are shown in figure 6. Similarly, pho¬ 
tomicrographs of stress-rupture failures typical of those encountered in vacuum and air 
are shown in figure 7. It will be noted that the photomicrographs of S-816 are magnified 
500 times and those of Inconel 550 are magnified 100 times. Because of the difference in 
grain size of the two materials, it was necessary to photograph them at different mag¬ 
nifications in order to better illustrate the mode of fracture. Failures for a cyclic- to 
mean-stress ratio of 0. 667 were transgranular in nature for each alloy regardless of 
test environment, but for a cyclic- to mean-stress ratio of 0.125, the mode of fracture 
was primarily intergranular although the transgranular mode was also evident. Although 
the mode of fracture of S-816 in stress rupture is not readily distinguishable from the 
photomicrographs (fig. 7(a)), microscopic studies indicated that it was primarily inter¬ 
granular in both vacuum and air tests. Stress-rupture failures in Inconel 550 were also 
intergranular in both vacuum and in air, as is readily apparent from figure 7(b). 

Figures 8 and 9 show photomicrographs of typical tested specimens (fatigue or 
stress rupture) of each alloy along the external surface within 1/4 inch from the point of 
fracture. Short, intermediate, and long test times are represented. Figure 8 shows 
photomicrographs (magnified 500 times) of specimens of both alloys after testing in vac¬ 
uum. No external scale was apparent on either alloy, regardless of test time; however, 



(b) Stress-rupture life of Inconel 550. 

Figure 5. - Stress-rupture properties of S-816 and Inconel 550 at 
1500° F in both vacuum and air. W 
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Life in air, 21.7 hr 
(a) S-816 alloy. X500. 


Figure 7. - Photomicrographs showing fractures typical of failures encountered in stress- 
rupture tests in both vacuum and air. 
























Testing period, 593 hr 
(a) Fatigue-tested S-816 alloy. 

Figure 9. - Photomicrographs showing edges of typical specimens tested in air. Ratio of 
cyclic to mean stress, 0.667. X500 





Testing period, 1980 hr 
(b) Stress-rupture-tested Inconel 550 alloy 

Figure 9. - Concluded. 







the microstructure of each alloy appeared to be affected to varying depths beneath the 
specimen surface. This is not as apparent for S-816 as for Inconel 550. Some depletion 
of alloying elements apparently occurred in these zones. This will be discussed in con¬ 
nection with the results of electron beam probe analyses in a subsequent section of this 
report. The affected zone is most evident in Inconel 550 (fig. 8(b)). Figure 9 presents 
similar photomicrographs of specimens of both alloys after various test times in air. An 
adherent external scale was formed during test on both alloys. Scale thickness increased 
with increased test time. The depth of the affected zone in Inconel 550 was greater than 
in S-816. From a comparison of the scale thickness of the 593-hour test in figure 9(a) 
and the 100-hour test in figure 9(b), it is evident that more oxidation occurred in Inconel 
550 than in S-816. This was also borne out by metallographic studies of most of the 
tested specimens. From the metallographic evidence, it appears that oxidation occurs at 
a slower rate in S-816 than in Inconel 550. The photomicrographs of figures 8 and 9 also 
show aging effects for both materials with increasing test time at 1500° F. As test time 
increased, the size of the precipitates in the regions away from the surface increased. 
This is particularly evident for S-816 (figs. 8(a) and 9(a)). 

Microhardness . - Samples of each alloy were chosen to permit comparison of ma¬ 
terial hardness after vacuum and air tests at high and low stress levels. A summary of 
these data is given in table VI. For S-816, the average microhardness of the metal ma¬ 
trix (region away from surface) was higher for vacuum-tested material than air-tested 
material at both extremes of stress. The average Knoop hardness values were 410 (vac¬ 
uum tested) against 375 (air tested) at the high stress condition and 392 (vacuum tested) 
against 368 (air tested) at the low stress condition. For constant stress, these differ¬ 
ences in hardness may be attributed to the longer lives obtained in the vacuum tests. 

Thus longer time was available for increased precipitation and growth of carbides. The 

fact that the hardnesses of specimens 
tested at the high stress are higher 
than the ones tested at the low stress 
probably can be attributed to the 
relatively large amount of plastic 
deformation and subsequent work 
hardening that takes place at high 
stress. 

For Inconel 550 there was no 
significant difference in hardness for 
vacuum- and air-tested specimens 
for constant stress conditions. How¬ 
ever, there was a noticeable differ¬ 
ence between the hardness of speci- 


TABLE VI. - SUMMARY OF MICROHARDNESS DATA 


Alloy 

Test 

environment 

Mean stress, 
psi 

Life, 

hr 

Average Knoop 

hardness 

S-816 (As 




294 

heat treated) 


40X10 3 



S-816 

Vacuum 

12.2 

410 


Air 

40 

5. 2 

375 


Vacuum 

27 

392.4 

392 

Inconel 550 

Air 

27 

189.6 

368 

344 

(As heat 
treated) 





Inconel 550 

Vacuum 

40 

39. 2 

324 


Air 

40 

18.8 

329 


Vacuum 

15 

829.9 

281 


Air 

15 

998.0 

287 


20 











Testing period, 
hr 


(a) Test in vacuum. 


External 1. 
scale] , A ! fected 

Qi _ 

C 

o 

M 

r~ 

/ 

iii l i 

-External scale 

J_ J___ 

■ i n > 

Affected zone 

K 1 1 



: 



I 

\ 



M 

1 

VV 









Testing period, 
hr 


60 Affected zone"! ' I 1 1 7 1 TT mens tested at high and low stress levels re- 

j Testing period, 

Affected zone hr ' gardless of environment. Thus the Knoop 

40 — ; -i-- M75 — hardness values ranged from 324 to 329 for 

- 22.6 

—I-1- 1 - 1 - 1 -1—|-1 the samples tested at high stress and 281 to 

:o I__l . __ 287 for the samples tested at low stress (long 

/_life). This difference is probably a reflection 

s ' of the decrease in hardness attendant to an 

.5 0 ---------- 

| (a) Test in vacuum. overaged condition after long time testing with 

SZ _ _ 

~ External i . , ] I \ 1 I ^ ^ ] this material. For Inconel 550 there was lit- 

£ scale! A ! fectedzone 

fc 60 X7T3"X 1 I I I ^ tie apparent difference in plastic deformation 

£ ^External scale Testing period( 

-H—I—H- hr — between specimens tested at high stress and 

Affected zone r & 

40 -A-j—^—I-- 593 — at low stress. 

; _ | | i 2 f I Attempts were also made to obtain micro- 

_[_j_ __ _hardness readings in the affected zone imme- 

diately adjacent to the specimen surface for 
these alloys. These zones, however, were 

o io 20 30 4o 50 too narrow to permit meaningful readings to 

Distance from edge, M betaken. 

(b) Test in air. Electron beam microprobe analyses. - To 

Figure 10. - Comparison of distribution of chromium , 

near surface of S-816 specimens tested in vacuum provide an indication of possible changes in 

3ndair ' chemical composition, particularly in the re- 

gion near the specimen surface, electron beam 

microprobe analyses were made of specimens of each alloy. Vacuum- and air-tested 

specimens that had been tested for short times as well as relatively long times were 

analyzed. 

S-816 specimens were analyzed for five elements, tungsten, iron, chromium, nick¬ 
el, and cobalt. In general, there was some depletion of these elements in the immediate 
vicinity of the specimen surface, but only the distribution of chromium was markedly af¬ 
fected. Figure 10 provides a comparison of the microprobe analyses results for chro¬ 
mium made on vacuum- and air-tested specimens that were subjected to short and long 
time tests. The thickness of the external scale and the depth of the affected zone as de¬ 
termined by metallographic inspection are also shown in the figure. In an attempt to 
account for specimen edge effects in the electron beam microprobe analysis, the curves 
have been terminated at a distance of 1 micron from the specimen edge. The specimens 
that were tested for long periods of time in either vacuum (fig. 10(a)) or air (fig. 10(b)) 
showed a considerable chromium depletion in the affected zone. In the case of the 
vacuum-tested specimens, however, there was no buildup of a chromium rich external 
scale as was the case for the air-tested specimens. The large buildup of chromium ob¬ 
served in the external scale of air-tested specimens was probably due to outward diffusion 
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(b) Test in air. 

Figure 10. - Comparison of distribution of chromium 
near surface of S-816 specimens tested in vacuum 
and air. 
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of chromium and its subsequent oxida¬ 
tion in the air environment. This effect 
was not nearly so pronounced for the 
short time air tests as in the long time 
air tests. 

Representative Inconel 550 speci¬ 
mens were analyzed in the same manner 
as the S-816 specimens. Analyses were 
made for six elements, nickel, chromi¬ 
um, iron, titanium, aluminum, and co- 
lumbium. There was, except for chro¬ 
mium, very little depletion of any of 
these elements in the affected zone; 
figure 11 shows the microanalyses re¬ 
sults for chromium with both vacuum- 
and air-tested specimens. There is 

o io 20 30 40 so 60 virtually no difference between the 

Distance from edge, (jl 

probe trace obtained for the specimen 

(b) Test in air. 

tested for a relatively short time 

Figure 11. - Comparison of distribution of chromium near surface 

of Inconel 550 specimens tested in vacuum and air. (79. 5 hr) and that tested for a long time 

(829. 9 hr) in vacuum. Negligible de¬ 
pletion was observed in the affected zone in either case (fig. 11(a)), The air-tested spec- 
imens (fig. 11(b)), showed a substantial chromium buildup in the external scale after both 
the long and short time tests. In conjunction with this buildup some depletion of chromium 
occurred in the affected zone adjacent to the external scale as was the case for S-816. 

DISCUSSION OF RESULTS 

In the following sections, comparisons are made with data obtained by other inves¬ 
tigators; some of the metallurgical factors involved are discussed. It should be noted 
that the comparisons deal with a variety of tests, specimen configurations, and test con¬ 
ditions. 


Considerations Pertinent to Nickel-Base Alloys 

The Inconel 550 data for air and vacuum tests show trends similar to those obtained 
with nickel and several nickel-base alloys in the investigations of references 2 to 7. For 



22 








\ s ._ _.. 

* 0 . 001 " * 

C-75050 

Figure 12. Evidence of blunting of crack tip by oxide in Inconel 550 specimen fatigue tested for 1366 hours. 

Ratio of cyclic to mean stress, 0.667. X750. 

example, comparisons of air and vacuum data obtained in creep-rupture tests with nickel 
(ref. 4), Nichrome V (ref. 5), and an aluminum-chromium-nickel base alloy (ref. 6) 
showed life in vacuum to be greater than life in air at high stress levels. The reverse 
was generally true at low stress levels. A temperature effect was also observed for 
Nichrome V and the aluminum-chromium-nickel base alloy (refs. 5 and 6), where the 
crossover between air and vacuum data occurred at successively lower lives with in¬ 
creasing test temperature. The more limited fatigue data available showed that a simi¬ 
lar crossover between life in air and in vacuum occurred at 1500° F for nickel (ref. 8). 
Thus, under steady stress as well as under alternating stress conditions, the results ob¬ 
tained in the present investigation with Inconel 550 tend to agree with those obtained in 
earlier work with nickel-base materials. 

The longer life observed in nickel and nickel-base alloys at low stresses in an air 
environment as compared to a vacuum environment has been attributed to the strengthen¬ 
ing effect of oxidation (refs. 4, 6, and 12). Figure 12 provides evidence that appreciable 
oxidation occurred in the crack tip of an Inconel 550 specimen tested in fatigue for 1366 
hours. It is possible that this oxide could have acted to reduce the stress concentration 
effect of the crack as suggested in reference 6, thereby tending to increase specimen life. 
The possibility that the oxide shown in figure 12 could be sufficiently strong and adherent 
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to act as a strengthener may be inferred from results obtained in the investigation of 
reference 13. There it was reported that a nickel specimen consisting of two sections 
joined by sintered nickel oxide was capable of supporting loads comparable to those car¬ 
ried by a homogeneous nickel specimen. 

There are, of course, other ways in which oxidation may act to strengthen a ma¬ 
terial. One of these is by internal oxide formation. No clear-cut evidence of internal 
oxidation was obtained with either of the alloys investigated, although there was an indi¬ 
cation of possible internal oxidation in Inconel 550. Figure 9(b) shows what may be in¬ 
ternal oxidation around cracks that extend through the affected zone of a specimen fa¬ 
tigue tested in air for 1980 hours. 

Finally, it is of interest to note that longer creep and stress-rupture life has been 
observed with nickel and nickel-base materials in air than in such diverse environments 
as hydrogen (ref. 14), nitrogen (ref. 15), argon (refs. 12 and 16), and sodium hydroxide 
(ref. 12). Although life may have been deleteriously affected by these environments, the 
fact that longer lives were observed in air than in all of these environments suggests that 
oxidation is indeed an important strengthening factor for these materials at elevated tem¬ 
perature. 


Considerations Pertinent to Cobalt-Base Alloys 

The fact that longer lives were obtained with S-816 in vacuum as compared to air 
over the entire stress range investigated both in fatigue and stress rupture, does not ap¬ 
pear to agree with earlier work using this material (ref. 3). Only partial comparisons 
are possible, because limited stress-rupture data (two stress levels) were obtained by 
the investigators of reference 3. Consideration of the metallographic investigation does 
not provide a clear-cut reason for the results obtained. For example, S-816 was de¬ 
pleted of several alloying constituents (i. e., chromium, nickel, tungsten, and iron) near 
the surface in long time tests in both vacuum and air. Chromium was the element tha t 
was most notably affected, however. The fact that the life of S-816 in a vacuum showed 
an improvement over life in air indicates that the effect of depletion of the elements for 
which microprobe traces were made was clearly not overriding in the vacuum environ¬ 
ment of this investigation. 

It might be expected from a high-chromium-content cobalt-base alloy such as S-816 
that appreciable evaporative loss of chromium would occur during long time exposure in 
a vacuum environment since chromium has a high evaporative loss rate in vacuum 
(ref. 17). Since chromium makes up 20 weight percent of S-816 the possibility of chromi¬ 
um diffusion to the surface and its subsequent evaporation is clearly suggested. Thus, 
although chromium depletion was observed in this investigation in air-tested specimens 
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as well as in the vacuum-tested specimens, it is likely that upon long time (10 000 hr) ex¬ 
posure to the much higher vacuum of space, appreciably greater depletion of this element 
and subsequent structural deterioration of the alloy would occur. A similar result might 
be expected from other high-chromium-content (i. e., between 20 and 25 weight percent) 
cobalt-base alloys. 

Greater ductility was observed in S-816 than in Inconel 550 in an earlier study deal¬ 
ing with the thermal fatigue resistance of these two alloys (ref. 18). This was also noted 
in the present investigation where appreciably greater necking occurred in tested S-816 
specimens than in specimens of Inconel 550. This greater elongation during test may 
have had a tendency to disrupt the buildup of oxides in cracks such as occurred in Inconel 
550, thereby destroying the beneficial effect of such oxides in reducing stress concentra¬ 
tions. Finally, the observation that S-816 appeared to oxidize at a slower rate in an air 
environment than Inconel 550 as noted earlier, may also be a significant consideration. 

As a result of this, the formation of oxides in growing cracks would be slower, and the 
tendency to bridge cracks and reduce their stress concentration effect as suggested in 
reference 6 would be impared. It is possible that both of these factors may account for 
the longer life of S-816 in vacuum than in air in contrast to the opposite trend observed 
for Inconel 550 at low stress levels. 

SUMMARY OF RESULTS 

I |K=s—— A ) I 

fAn investigation was conducted to determine the relative effect s_ofva cuum an d air 
upon the 1500° F axim J^ Ugue^and stress-rupture properties of two high-temperature 
alloys, S-816 and Inconel 550. Fatigue and stress-rupture tests were run in air at atmo- 
spheric pressure and in vacuum (10" 4 to 10' 5 mm Hg). Fatigue tests were run at ratios 
of cyclic to mean stress of 0. 667 and 0. 125. Mean stress ranged from 15 000 to 40 000 
psi. The following results were obtained: 

1. Life in vacuum was generally greater than life in air for both alloys in both fa¬ 
tigue and stress rupture. 

2. The improvement in life was fairly constant for S-816, but a convergence was ob¬ 
served at the lower stresses for Inconel 550. For S-816, as the cyclic- to mean-stress 
ratio was increased from 0 to 0. 125 to 0. 667, the life in vacuum exceeded that in air by 
factors of approximately 3, 2, and 3, respectively. For Inconel 550, at the highest 
stress investigated (40 000 psi) life in vacuum was approximately twice that in air for 
the lower ratios and about eight times as great at the highest ratio. Convergence oc¬ 
curred at stresses ranging between 18 000 and 25 000 psi. 

3. Fatigue failures at the highest cyclic- to mean-stress ratio of 0. 667 were trans- 

granular in both materials whether tested in air or vacuum. As the ratio of cyclic to _ | 
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mean stress was changed to 0. 125 and the conditions of a sir ess - rupture-type test more 
nearly approached, specimens failed by a combination of both transgranular and inter¬ 
granular but primarily intergranular modes. Stress-rupture failures were generally 
intergranular in nature. 

4. Oxide penetration varied with test life for both materials in air-tested specimens 
but did not appear to be affected by either mean stress or alternating stress. External 
scale deposits were thicker on the Inconel 550 specimens than on S-816. 

5. Chromium depletion was observed in S-816 specimens exposed to long test times 

in vacuum as well as in air, and after long times in air with Inconel 550. A substantial 
buildup of chromium was noted in the external scale found after long time air tests with 
both S-816 and Inconel 550.1 v 


CONCLUDING REMARKS 

frhTconvergence between vacuum and air data with one of the alloys investigated 
(Inconel 550) suggests that it is not safe to assume that a vacuum environment improves 
the fatigue and stress-rupture properties of superalloys at all stress levels. Thus, long 
time elevated temperature tests in air may not always be used to adequately describe 
superalloy performance in stress rupture or fatigue under vacuum conditions. Long time 
tests with superalloys should be made in vacuum, thus more nearly simulating a space 
environment, in order to avoid miscalculations in space vehicle component designs that 
could result in premature failures.| v 

4 t J? ^ ; 

Lewis Research Center, ^ 

National Aeronautics and Space Administration, 

Cleveland, Ohio, April 1, 1965. 
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